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TAGS: ESTC, COCOM, HU, UK 

SUBJECT: UK DATA TRANSMISSION TEST SET TO HUNGARY- 
IL 1519 

REF: COCOM DOC (76) 1854 

1 . FOLLOWING CASE, SUBMITTED UNDER GENERAL EXCEPTION 
PROCEDURE, IS NOW BEING TREATED UNDER URGENCY PROCEDURE 
SINCE EQUIPMENT MUST BE SHIPPED BY DECEMBER 15. 

2. DATA TRANSMISSION TEST SET, VALUE $5590, END-USER 
TELEFONGYAR, 126-132 HUNG ARIA KRT, BUDAPEST, MANUFAC- 
TURERS OF TELEPHONE DATA TRANSMISSION EQUIPMENT. EQUIP- 
MENT WILL BE USED AS CONTROL INSTRUMENT DURING G 
SERVICING AND PRODUCTION OF FIRM'S LINES OF RE 
MANUFACTURE. DATA SHEETS POUCHED DECEMBER 3. 

3. REQUEST INSTRUCTIONS BY DECEMBER 7. 
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